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OBSERVANDA. 

Height of the Cistern of the Barometer above a Fixed Mark on Waterloo Bridge =83 feet 2| in, 

- . — . . above the mean level of the Sea (presumed about) ... .=95 feet. 

The External Thermometer is 2 feet higher than the Barometer Cistern. 

Height of the Receiver of the Rain Gauge above the Court of Somerset House =79 feet. 

The hours of observation are of Mean Time, the day beginning at Midnight. 
The Thermometers are graduated by Fahrenheit's Scale. 
The Barometer is divided into inches and decimals. 



METEOROLOGICAL JOURNAL FOR JULY AND AUGUST, 18S6. 





9 o'clock, A.M. 


3 o'clock, P.M. 


Dew 


External Thermometer. 














Point at 






Rain in 
inches. 
Head off 


Direction 
of the 
Wind at 




1836. " 




— — 




Attach. 
Therm. 


9 A.M. 
in de- 


Fahrenheit. 


Self-registering. 


REMARKS. 




Barom. 


Attach. 


Barom. 


grees of 








at9A.M, 


9 A.M. 
















Therm. 




Fahr. 


9 A.M. 


3 P.M. lowest. 


Highest. 








F 1 


30.136 


71.2 


30.134 


74.7 


62 


68.2 


81.2 


61.9 


77.6 




E 


A.M. Thick haze. P.M. Fine & cloudless. Evening-, Cloudy. 


S 2 


30.220 


79.8 


30.200 


79.2 


67 


75.0 


80.6 


65.3 


76.9 




SE 


Fine— lightclouds and wind. Evening, Fine and clear. > 


3 


30.275 


79.7 


30.243 


77.9 


60 


69.6 


78.8 


56.4 


79.9 




sw 


("A.M. Cloudy— light wind. P.M. Fine and cloudless. Evening 1 , 
X Fine and clear. 


M 4 
T 5 


30.291 
30.170 


81.3 
79.3 


30.229 
30.087 


79.5 
79.9 


63 
65 


74.6 
76.2 


84.6 
83.6 


61.6 
63.8 


85.2 
77.8 




sw 

E 


Fine and cloudless— light haze. Evening, Fine and clear. 
("A.M. Fine— light clouds. P.M. Fine and cloudless. Evening, 
*. Cloudy, with lightning*. 


W 6 


30.071 


80.0 


30.126 


81.4 


70 


72.7 


74.2 


67.2 


77.6 


.116 


ssw 


f A,!Yt. Thunder and lightning-, with heavy rain and wind. 
X P.M. Fine— light clouds. Evening, Cloudy. j 


T 7 


30.261 


77.4 


30.249 


78.4 


58 


66.0 


72.2 


57.2 


73.6 




ssw 


Fine— light clouds and wind. Evening, Cloudy. 


F 8 
S 9 


30.305 
30.257 


74.4 
75.6 


30.301 
30.220 


75.6 
76.6 


58 
59 


64.5 
69.6 


71.2 
75.4 


58.3 
58.9 


73.5 
76.7 




wsw 
sw 


Fine— light c toads, with light brisk wind. Evening, Cloudy. 
f A.M. Cloudy— light wind. P.M. Fine— neailycloudless. Even- 
X ing, Cloudy. 


010 


30.158 


75.3 


30.144 


77.3 


65 


72.0 


78.8 


61.4 


80.7 




sw 


f A.M. Chmdv— light wind, P.M. Fine— light clouds and wind. 
X Evening, Cloudy. 


Mil 
T 12 


30.142 
29.734 


81.3 

73.8 


30.041 
29.814 


79.5 
77.4 


65 

67 


73.3 
67.2 


80.7 
71.5 


63.8 
65.0 


81.2 
74.3 




ssw 
ssw 


Fine and cloudless— light wind. Evening, Cloudy. 

("A.M. Overcast— very light rain. P.M. Cloudy— light shower. 

X Evening, Cloudv. 


©W 13 


30.075 


77.6 


30.004 


75.5 


53 


64.5 


71.6 


53.8 


72.2 




sw 


("A.M. Cloudy— light wind. P.M. Fine and cloudless— light 
X wind. Evening, Overcast—light brisk wind. 


T 14 


30.002 


75.5 


30.006 


75.4 


59 


65.4 


70.6 


58.6 


71.7 




sw 


Fine— light clouds, with light brisk wind. Evening, Cloudy. 
("A.M. Overcast— light brisk wind. P.M. Overcast— heavy rain, 
1 with high wind. Evening*, Fine and clear, i 


S F IS 


29.898 


69.2 


29.757 


71.4 


59 


61.6 


63.8 


57.0 


66.4 




s 


5 S 16 


29.774 


69.6 


29.828 


71.8 


53 


61.2 


68.0 


50.4 


69.0 


.316 


sw 


Fine — light clouds and wind. Evening, Overcast— light wind. 
f A.M. Lightly overcast— light brisk wind. P.M. Fine— light 
X clouds and wind. Evening, Cloudy. 

f A.M. Lightly overcast— light brisk wind. P.M. Fine — light 
X clouds and wind. Evening, Fine and clear, 11 


017 


29.911 


68.2 


29.998 


71.2 


54 


61.8 


68.6 


58.5 


69.8 




w 


M18 


30.140 


72.4 


30.093 


71.6 


54 


62.6 


69.6 


54.8 


70.8 




W 


T 19 


29.938 


66.9 


29.786 


69.9 


54 


62.8 


64.7 


52.7 


67.8 




ssw 


/Cloudy— light rain, with light brisk wind. Evening, Over- I 
X cast— light rain. i; 


W20 


29.560 


62.5 


29.453 


64.2 


54 


54.3 


57.8 


52.8 


59.2 


.311 


E 


A.M. Overcast— It. steady rain &wind. P.M. Cloudy— It. wind. I 
(A.M. Fine— light clouds and wind, P.M. Overcast— thunder | 
X and lightning, with heavy rain. Evening, Fine ami clear. 


T21 


29.677 


67.7 


29.665 


61.2 


51 


59.2 


61.3 


46.2 


63.2 


.269 


sw 


F 22 


29.794 


64.9 


29.816 


65.9 


51 


58.5 


61.4 


50.3 


65.0 


.233 


wsw 


("A.M. Lightly overcast— light rain and wind. P.M. Cloudy- 
X light wind. ; 


S 23 


30.070 


65.8 


30.069 


66.3 


52 


60.4 


64.6 


51.7 


65.8 




sw 


Fine— light clouds and wind. Evening, Cloudy. 


©24 


29.835 


61.3 


30.705 


65.3 


53 


55.8 


64.3 


51.3 


65.0 


.047 


s 


("A.M. Overcast— light steady rain & wind. P.M. Cloudy— light 
X wind. 


M25 


29.800 


62.3 


29.895 


67.2 


54 


57.0 


64.7 


52.8 


65.7 


.186 


WNW 


Overcast— light brisk wind. Evening, very light rain. 


T 26 


30.138 


67.7 


30.134 


69.5 


55 


62.6 


68.2 


54.3 


71.3 




s 


A.M. Fine— light clouds and wind. P.M. Lightly overcast. 


W27 


30.168 


66.3 


30.164 


71.3 


59 


64.7 


72.9 


60.2 


73.6 




sw 


A.M. Overcast. P.M. Cloudy— light wind. Evening, Fine & clear, 
f A.M. Fine— nearly cloudless. P.M. Fine— light clouds anci 
X wind. Evening, Cloudy. 

[ ©vereast— light rain and wind. Heavy rain, 6^ a.m. Even- 
X ing. Cloudy— light wind. 


OT28 
F 29 


30.091 
29.689 


72.5 
68.0 


30.014 
29.594 


72.8 

72.5 


60 
62 


67.5 
63.3 


75.5 
68.2 


55.8 
61.4 


76.8 
69.7 


.250 


ssw 

NE var. 


S 30 


29.990 


67.4 


30.152 


69.2 


54 


61.6 


61.4 


54.9 


65.5 




sw 


Fine— light clouds, wilh light brisk wind. Evening, Cloudy. 


©31 


30.453 


70.3 


30.433 


69.8 


54 


59.2 


66.2 


50.5 


66.8 


.158 


SW 


A.M. Fine— tight clouds&whid. Evening, Cloudy— light wind. 


Means .. 


30.033 


71.8 


30.001 


72.9 


58.2 


68.2 


70.8 


57.1 


71.9 


Sum. 
1.886 


Mean of Barometer, corrected for Capil- \ 9 A.M. 3 P.M. 
larity and reduced to 32° Fahr. J 29.919 29.883 


M 1 


30.181 


64.7 


30.059 


69.7 


56 


60.4 


69.0 


54.3 


69.7 




SSW 


("A.M. Overcast— light rain and wind. P.M. Fine— light clotids 
X and wind. Evening, Cloudy. 


T 2 


30.080 


70.0 


30.097 


68.9 


51 


68.9 


67.6 


51.6 


69.0 




sw 


Fine— light clouds and wind. Evening, Fine and clear. 


W 3 


30.029 


70.7 


29.871 


72.3 


57 


65.3 


74.4 


54.3 


74.6 




SE 


Fine— light clouds and wind. Evening, Fine and clear. 


T 4 

F 5 


29.859 
30.000 


69.3 
66.7 


29.899 
30.016 


72.4 
71.3 


60 
60 


66.3 
61.6 


68.8 
66.8 


57.0 
58.7 


72.2 
70.5 




SW 

N 


Lightly overcast— light wind. Evening, Cloudy. 

/A.M. Overcast— light wind. P.M. Overcast— light rain antl 

1 wind. Evening, Fine and clear. 


S 6 


30.119 


67.7 


30.158 


71.5 


59 


63.6 


65.4 


57.2 


67.5 




N 


Overcast— light brisk wind. Evening, Fine and clear. 


7 


30.245 


68.2 


30.204 


70.2 


57 


59.2 


67.5 


51.9 


68.9 




N 


A.M. Fine—light clouds and wind. P.M. Overcast. 


M 8 


30.202 


70.2 


30.186 


71.0 


57 


62.0 


70.0 


54.5 


70.5 




N 


Fine— light clouds and wind. Evening, Fine and clear- ] 


T 9 


30.241 


67.0 


30.188 


68.9 


58 


60.8 


66.4 


54.9 


69.2 




N 


(A.M. Lightly overcast— light wind, P.M. Fine & cloudless— 
X light wind. 


W10 


30.204 


66.4 


30.166 


69.0 


57 


59.6 


69.5 


50.9 


69.0 




N 


Fine— light clouds, with light brisk wind. Evening, Cloudy. 


T 11 


30.307 


64.4 


30.303 


68.9 


54 


62.0 


69.0 


53.7 


68.9 




NE 


("A.M. Cloudv— brisk wind. P.M. Fine— light clouds, with 
X brisk wind- Evening, Cloudy. 


© F 12 
S 13 


30.348 
30.225 


64,0 
69.2 


30.303 
30.122 


67.5 
69.9 


58 
62 


59.5 
65.4 


68.8 
72.0 


56.4 
54.5 


69.0 
72.0 




ENE 

NE 


A.M. Overcast— light brisk wind. P.M. Fine— nearlv cloudless. 
("A.M. Fine— light clouds, with brkk wind. P.M. Fine— light 
X clouds and wind. 


g 014 


29.930 


66.0 


29.887 


71.0 


62 


62.2 


71.8 


59.5 


71.9 


.272 


N 


/A.M. Overcast— light rain— thunder and lightning, with 
1 heavy rain early. P.M. Cloudy— light wind. 


g M15 


29.960 


67.0 


29.988 


71.2 


62 


62.5 


71.8 


59.0 


72.5 




WSW 


Overcast — light wind. 


» T 16 


30.194 


65.0 


30.158 


69.0 


59 


62.7 


68.7 


54.5 


71.6 




NNE 


A.M. Overcast— light wind. P.M. Cloudy. 


< W17 


30.111 


69.5 


30.113 


72.9 


63 


66.4 


73.2 


57.2 


73.4 




WSW 


Fine— light clouds and wind. 


T 18 


30.081 


68.0 


29.994 


72.0 


61 


63.8 


71.0 


56.7 


72.0 




SW 


Overcast— light wind. 


F 19 


30.196 


69.0 


30.188 


69.8 


52 


59.2 


66.5 


54.5 


67.0 


.044 


SSWvar. 


A.M. Cloudy— light brisk wind. P.M. Fine— light clouds & wind. 


S20 


29.956 


64.5 


29.766 


66.5 


58 


59.0 


62.0 


52.4 


62.4 




SSW 


Overcast throughout the day. 


©21 


29.954 


64.0 


29.950 


67.0 


52 


58.5 


65.3 


51.9 


66.8 


.075 


NNE 


A.M. Overcast. P.M. Fine— light clouds. 


M22 


29.794 


63.9 


29.724 


69.0 


58 


59.0 


66.7 


53.3 


67.4 


.013 


SW var. 


A.M. Overcast, P.M. Cloudy— light wind* 


1 T 23 


29.641 


64,5 


29.691 


67.5 


57 


60.2 


63.6 


57.2 


63.9 


.027 


N 


Overcast throughout the day. j 


W24 


29.976 


60.2 


30.079 


65.0 


55 


55.4 


61.5 


49.5 


61.5 


.125 


NE 


A.M. Overcast— brisk wind. P.M. Fine— liglit clouds and wind. 


T25 


30.168 


61.2 


30.115 


64.3 


53 


58.2 


64.4 


48.4 


65.3 




E 


Overcast throughout the day. 


OF 26 


29.984 


61.5 


29.976 


64.5 


58 


59.0 


65.2 


55.6 


65.5 




SW 


Overcast— liglit rain and wind. 


S 27 


29.936 


66.0 


29.913 


67.6 


57 


62.0 


69.5 


52.7 


70.2 


.088 


WSW 


Fine— light clouds and wind. 


©28 


29.964 


62.9 


29.968 


66.8 


59 


59.2 


65.0 


56.4 


65.7 


.161 


E 


A.M. Overcast— light rain. P.M. Cloudy. 
("A.M. Fine— light clouds and wind. P.M. Cloudy. Evening, 
i Fine and clear. 


M29 


30.148 


64.9 


30.130 


67.8 


54 


58.5 


67.0 


51.0 


67.7 


.188 


WNW 


T 30 


30.212 


64.8 


30.176 


68.9 


55 


61.0 


68.0 


52.5 ' 


68.0 




SSW 


P.M. Overcast— light wind. P.M. Cloudy. 


W31 


30.113 


69.0 | 30.035 


68.9 


60 


63.5 


69.8 


56.0 


70.9 




ssw 


Fine— light clouds and wind. Evening, Fine and clear. 


- — — ; — ■ — ■ — ~~ — ~~~ 














Sum. 


Mean of Barometer, corrected for Capil- \ 9 A.M. 3 P.M. 
larity and reduced to 32° Fahr [ 29.978 29.939 


Means.. 30.076 


66.1 


30.046 


69.1 


57.5 


61.5 


67.9 


54.5 


68.9 


.993 



*„» The observations for this month were not taken by the Assistant Secretary on account of absence. 



METEOROLOGICAL JOURNAL FOR SEPTEMBER AND OCTOBER, 1836. 





9 o'clock, A.M. 


3 o'clock, P.M. 


Dew 


External Thermometer. 














Point at 






Rain, in 


Direction 




1836. 




Attach. 




Attach 


9 A.M. 
in de- 


Fahrenheit. 


Self-registering. 


inches. 
Head ofl 


of the 
Wind at 


REMARKS. 




Barom. 


Therm. 


Barom. 


Therm. 


grees ol 








at9A.M 


9 A.M. 






















Fahr. 


9A.M 


3 P.M 


Lowest. 


Highest 








T 1 


29.816 


69.8 


29.794 


69.4 


57 


66.4 


68.5 


56.2 


69.6 




sw 


Fine— nearly cloudless— light wind. Evening, Cloudy. 


F 2 


29.768 


65.4 


29.724 


66.4 


57 


60.3 


59.6 


54.4 


63.5 




SW var. 


/A.M. Cloudy— very light rain and wind. P.M. Fine— light 
\ clouds. Evening 1 , Fine and clear. 


S 3 


29.959 


63.3 


29.829 


66.4 


52 


57.1 


63.3 


46.9 


64.2 


.169 


S 


A.M. Fine— It. clds.& wind. P.M.Cloudy. Rain during the night. 


4 


29.386 


61.8 


29.421 


68.0 


55 


61.8 


66.9 


54.0 


68.0 


.463 


SW 


/A.M. Overcast—heavy rain early. P.M. Fine— light clouds 
\ and wind, livening, Overcast— light rain and wind. 


M 5 


29.560 


62.7 


29.633 


66.2 


54 


56.4 


62.4 


53.5 


62.5 


.113 


SW var. 


(A.M. Fine— light clouds— light brisk wind. Cloudy, with 
\ light wind, during the remainder of t lie day. 


T 6 


29.360 


64.3 


29.309 


65.2 


54 


56.3 


61.4 


50.9 


61.7 


.091 


SSEvar. 


("A.M. Overcast— very It. rain wiihhigh wind, l" P.M, Thunder, 
X with heavy rain and wind. Evening, Cloudy. 
Fine— ligliiclouds& wind throughout theday. Evening, Cloudy. 


W 7 


29.641 


60.2 


29.712 


63.3 


52 


53.7 


59.8 


51.7 


60.5 


.158 


NW 


T 8 


29.780 


60.0 


29.732 


63.6 


53 


55.9 


63.0 


52.0 


63.6 




WNW 


Fine— light clouds. Evening, Cloudy. 

/A.M. Lighlly overcast— high wind. P.M. Overcast— Sseavy 
\ rain and wind, livening, Fine and clear. 


F 9 


29.746 


59.7 


29.802 


62.2 


53 


57.0' 


53.8 


51.9 


62.5 




SSW 


S 10 


29.792 


57.3 


29.831 


60.9 


50 


53.6 


56.3 


46.5 


56.8 


.272 


WNW 


j A.M. Fine— light clouds ami wind, with light shower. P.M. 
X Fine— light clouds. Evening, Cloudy. 


O0H 


30.025 


56.8 


29.998 


58.8 


46 


50.6 


51.8 


42.4 


56.7 


.050 


WSW 


/A.M. Fine— very light clouds and wind. P.M. Overcast— light 
X steady rain & wind. Ev., Ovct.— continued rain— h. wind. 


M12 


30.002 


56.2 


30.033 


59.0 


50 


54.5 


55.7 


49.5 


57.2 


.122 


NE 


Overcast— light rain, with high wind. 

/A.M. Fine— light clouds and wind. P.M. Overcast— Sight 
X brisk wind. Evening, Fine and clear. 


T 13 


30.005 


57.9 


30.069 


61.2 


51 


55.8 


56.7 


51.7 


58.3 




NNE 


« W 14 
| T15 
S F 16 


30.117 


56.6 


30.130 


60.0 


52 


55.8 


56.6 


48.4 


59.0 


.022 


NNE 


Cloudy— light wind throughout the day. 


30.170 


57.6 


30.182 


60.0 


52 


55.2 


59.4 


47.4 


60.2 




NE 


/A.M. Fine— light clouds and wind. P.M. Overcast— I Igbt 
X wind, livening, Cloudy. 


30.075 


56.0 


30.058 


59.3 


51 


53.7 


58.2 


50.0 


58.4 




NE var. 


Overcast— light rain and wind. Evening, Cloudy. 


g S17 


30.077 


57.5 


30.045 


59.6 


50 


56.4 


58.6 


49.5 


60.6 


.088 


NE 


A.M. Fine— light clouds and wind. P.M. Overcast— light rain. 


S018 


30.002 


57.2 


29.998 


60.3 


52 


54.8 


56.7 


50.5 


58.5 


.141 


NNE 


Overcast— light brisk wind. Evening, Cloudy— light wind. 


«> M19 


29.974 


55.3 


29.942 


58.6 


48 


51.9 


56.8 


48.3 


58.2 




NW 


Cloudy— light wind throughout the day. 


T20 


29.989 


54.9 


29.954 


59.4 


48 


51.6 


58.8 


48.7 


59.0 




W 


/Overcast— very light rainand wind. Evening, Cloudy— light 
1 rain. 


W21 


30.152 


53.5 


30.176 


57.1 


45 


48.4 


51.9 


42.6 


52.3 


.091 


W 


/A.M. Cloudy-light wind. P.M. Fine— light clouds and wind. 
\ livening, Cloudy. 


T22 


30.277 


51.6 


30.235 


56.2 


43 


47.4 


56.3 


40.7 


57.8 




w 


A.M. Light fog. P.M. Cloudy— light wind. 


F23 


29.958 


55.3 


29.897 


58.0 


52 


57.8 


62.6 


46.7 


63.2 


.044 


SWvav. 


Overcast— very light rain with high wind throughout the day. 
/A.M. Fine— light clouds and wind. P.M. Fine— nearly cloud- 
t less. Evening, Fine and clear. 


©S 24 


30.152 


59.6 


30.107 


61.6 


54 


60,0 


66.4 


53.9 


66.4 


.161 


WSW 


025 


30.178 


60.6 


30.180 


63.8 


55 


59.9 


66.3 


53.9 


66.7 




SW 


/A.M. Cloudy— light wind. P.M. Fine— light clouds andwind, 
\ Evening, Fine and clear. 


M26 


30.144 


61.5 


30.053 


65.7 


57 


60.4 


67.3 


57.9 


67.9 




SSW 


/A.M. Overcast— light wind. P.M. Fine— light clouds and 
I wind. Evening, Cloudy— light wind. 


T 27 


29.837 


63.4 


29.836 


66.3 


59 


62.3 


64.3 


58.6 


65.2 




SSW 


A.M. Ovct— It. wind. P.M, Cloudy— It. brisk wind. Ev. Cloudy. 


W28 


29.683 


62.4 


29.592 


63.9 


57 


58.6 


57.4 


52.2 


62.6 


.047 


SSW 


/A.M. Fine— light clouds — rain during the night, P.M. Over- 
\ cast— heavy rain, t p.m. livening, Fine and clear. 


T29 


29.272 


59.3 


29.316 


61.8 


54 


54.4 


59.2 


51.9 


58.9 


.486 


NNE 


A.M. Overcast— It. rain & wind. P.M. Overcast— continued rain, 


S30 


29.426 


58.3 


29.477 


59.6 


49 


52.5 


52.3 


46.6 


54.6 


.255 


WSW 


/A.M. Cloudy— light wind. P.M. Fine— light clouds and wind. 
X Evening, Overcast— light rain. 


Means .. 


29.877 


59.2 


29.869 


62.1 


52.1 


56.0 


59.6 


50.3 


61.2 


Sura. 

2.773 


Mean of Barometer, corrected for Capil-1 9 A.M. 3 P.M. 
larity and reduced to 32° Fahr i 29.800 29.783 


S 1 


29.356 


53.7 


29.085 


55.9 


48 


52.3 


51.4 


41.5 


55.3 


.125 


SE var. 


/A.M. Overcast— light brisk wind. P.M. Overcast— light rain, 
\ wilh high wind. 


2 


29.247 


53.0 


29.346 


55.5 


44 


47.9 


51.2 


42.9 


52.5 


.294 


SW 


/A.M. Fine— light clouds and wind. P.M. Cloudy— light wind. 
X Evening, Overcast— light steady rain. 


M 3 


29.008 


51.6 


29.322 


54.2 


44 


43.8 


50.3 


43.4 


52.2 


.380 


SSWvar 


/A.M. Overcasi— very light rain, wilh high wind. P.M. Fine 
X —nearly cloudless. livening, Fine and clear. ! 


T 4 


29.497 


48.4 


29.523 


52.3 


41 


45.2 


53.6 


39.3 


53.3 




SSW 


A.M. Foggy —It. wind. P.M. Fine— It. clouds St wind. Ev.Foggy. 


W 5 


29.829 


49.0 


29.886 


53.0 


40 


44.6 


56.3 


40.4 


56.2 




SSE 


A.M. Foggy. P.M. Fine— light clouds & wind. Ev. Overcaat. 


T 6 


29.853 


50.0 


29.748 


53.8 


45 


49.3 


54.2 


43.3 


57.2 


.036 


ESE 


Overcast— very light rain throughout the day. 


F 7 


29.511 


54.8 


29.423 


56.7 


51 


56.6 


58.8 


48.6 


59.0 


.752 


SE 


Overcast— light rain and wind throughout the day. 


S 8 


29.386 


56.0 


29.390 


58.6 


52 


54.8 


56.6 


52.7 


57.7 


.091 


SSE 


Overcast— light wind throughout the day. 


9 


29.360 


54.6 


29.402 


57.4 


50 


51.7 


55.2 


47.3 


56.3 


.283 


S 


("A.M. Fine & cloudless— It. wind. Heavy rain early, with h. wind. 
X P.M. Fine— It. elds, with brisk wind. Ev. Overcast— It. rain. 


OM10 


29.219 


54.4 


29.322 


58.9 


50 


54.5 


58.7 


48.4 


60.6 


.133 


SEvar. 


Overcast — light rain and wind. Evening, Cloudy. 


T 11 


29.247 


57.9 


29.388 


60.0 


52 


55.7 


58.4 


53.8 


58.8 


.080 


SSW 


/A.M. Fine— It. clouds with high wind( very h. during the night). 
X P.M. Fine— It. clouds^ wind. Ev. Overcast— very It. rain. 


W12 


29.606 


55.4 


29.530 


58.4 


48 


52.4 


55.9 


46.9 


58.7 




S 


A.M. Fine— light clouds. P.M. Overcast— light rain & wind. 


g Ti3 


29.140 


57.5 


29.333 


59.5 


52 


58.7 


58.9 


51.5 


59.2 


.097 


SW var. 


/A.M. Ovct.— It. min with h. wind (very high wind during the 
X night). P.M. Fine— It. elds. & wind. Ev. Cldy.— It. rain. 


a F14 


29.782 


56.4 


29.717 


59.2 


50 


54.5 


57.7 


51.3 


58.5 


.172 


SW 


A.M. Fine— 11. elds. & wind. P.M. Overcast— very it. rain & wind. 


g S 15 


29.853 


56.2 


29.887 


59.2 


52 


55.6 


59.3 


51.0 


59.3 




E 


/A.M. Overcast— light rain and wind. P.M. Fine— light clouds 
X and wind. Evening, Fine and clear. 


O016 


30.229 


54.7 


30.212 


57.8 


48 


48.8 


57.5 


46.4 


57.0 


.061 


SSW 


/A.M. Thick fog. P.M. Fine— light clouds and wind. Evea- 
X ing, Thick fog. 


M 17 


30.210 


55.7 


30.176 


57.7 


51 


53.4 


56.2 


48.2 


56.5 




E 


Overcast — very light rain and wind. Evening, Foggy, 


T 18 


30.174 


56.9 


30.150 


60.3 


53 


56.2 


59.4 


52.8 


61.2 




SSE 


/A.M. Overcast. P.M. Fine— light clouds and wind. Evening, 
X Cloudy. 


W19 


30.241 


58.5 


30.322 


60.3 


54 


57.6 


58.8 


54.4 


59.4 


.158 


SW 


/A.M. Overcast— rain during: the night. P.M. Fine and cloud- 
X less. Evening, Fine and clear. 


T 20 


30.469 


53.4 


30.418 


54.0 


43 


46.2 


50.2 


41.8 


50.3 




SW 


Thick fog throughout the day. Evening, Fine and clear. 


F21 


30.332 


52.2 


30.305 


55.5 


46 


49.2 


53.3 


44.8 


52.6 




ESE 


("A.M. Cloudy— light wind. P.M. Fine— light clouds & wind. 
\ Evening, Fine and clear. 


S 22 


30.398 


51.2 


30.382 


53.9 


45 


49.3 


53.6 


45.8 


53.8 




E 


A.M. Fine— light clouds and wind. P.M. Cloudy— light wind. 


©23 


30.408 


49.3 


30.378 


52.2 


42 


44.7 


54.6 


40.4 


55.2 




E 


A.M. Foggy. P.M. Fine & cloudless. Evening, Fine & clear. 


®M24 


30.394 


51.5 


30.360 


53.6 


45 


49.5 


53.2 


43.9 


53.2 




SSW 


A.M. Foggy. P.M. Overcast. Evening, Cloudy. 


T 25 


30.371 


52.6 


30.225 


53.2 


48 


49.6 


50.6 


51.7 


51.3 




SW 


A.M. Overcast— deposition— light wind. Evening, Light fog. 


W26 
T27 


30.196 
29.663 


52.6 
52.7 


30.113 
29.837 


54.4 
52.5 


50 
47 


50.9 
51.8 


52.4 
43.7 


48.7 
48.8 


52.7 

47.7 




SSW 
SW 


A.M. Light fog and wind. P.M. Overcast— light wind. 
(A.M. Cloudy— light brisk wind. P.M. Fine and cloudless, 
X Evening, Overcast. 


F28 


29.913 


46.3 


29.857 


47.6 


39 


40.2 


40.8 


37.2 


40.6 


.080 


WSW 


/A.M. Overcast— li^ht rain. P.M. Fine— light clouds and 
I wind. Evening, Cloudy. 


S 29 


29.473 


42.3 


29.703 


41.6 


35 


35.6 


33.8 


33.6 


34.2 




s 


/A.M. Overcast— heavy fall of snow during the night. P.M, 
X Overcasi— light wind. Evening, Snow. 


030 


30.019 


39.0 


30.035 


41.0 


33 


35.2 


37.7 


32.9 


37.7 


.288 


w 


Fine and cloudless— light wind . Evening, Fine and clear. 


M31 


30.089 


37.3 


30.009 


40.0 


30 


33.2 


39.5 


30.0 


39.3 


.033 


w 


Fine and cloudless— light haze and wind. Evening, Cloudy. 


Means .. 


29.822 


52.1 


29.832 


54.5 


46.1 


49.3 


52.6 1 45.3 


53.5 


Sum. 

3.063 


Mean of Barometer, corrected for Capil- 1 9 A.M. 3 P.M. 
larity and reduced to 32° Fahr J 29 766 29 769 



METEOROLOGICAL JOURNAL FOR NOVEMBER AND DECEMBER, 1836. 





9 o'clock, A.M. 


3 o'clock, P.M. 


Dew 


External Thermometer. 












Point at 








Bain, in 


direction 




1838. 


Barom. 


Attach. 


Barom. 


Attach. 


9 A.M. 

in de- 
grees of 

Fahr. 


Fahrenheit. 


Self-registering. 


inches. 
Read off 
at9A.M. 


of the 
Wind at 
9 A.M. 


REMARKS. 




Therm. 


rherm. 


9 A.M. 


3 P.M. 


Lowest. 


Highest. 




T 1 


30.099 


37.6 


30.008 


40.4 


32 


35.2 


41.6 


31.7 


37.8 




ssw 


A.M. Fine— It. clouds. & wind. P.M. Overcast— It. rain & wind. 


W 2 


29.942 


42.5 


29.895 


44.9 


39 


47.7 


52.5 


34.8 


53.2 


.044 


ssw 


Overcast— very light rain and wind throughout the day. 


T 3 


29.840 


44.8 


29.679 


48.2 


39 


44.8 


51.7 


42.3 


51.7 




sw 


Overcast— deposition. 5% P.M. Heavy storm of hail and rain. 


F 4 


29.570 


45.4 


29.451 


47.0 


40 


44.5 


45.2 


40.9 


46.4 


.080 


sw 


A.M. Overcast— light wind. P.M. Overcast— light rain. 1 


S 5 


29.140 


45.6 


29.287 


47.2 


40 


45.4 


44.9 


42.8 


46.2 


.122 


sw 


/A.M. Overcast— light rain and wind. P.M. Fine— uearly 
X cloudless. Evening, Fine and clear. 


6 


29.459 


42.1 


29.439 


44.6 


36 


36.4 


43.8 


34.0 


43.8 




wsw 


A.M. Fine and cloudless— light wind. P.M. Cloudy— It. wind. 


M 7 


29.631 


40.0 


29.722 


42.8 


35 


35.8 


42.7 


32.3 


43.2 


.055 


wsw 


/Fine and cloudless— lightwind. (Sharpfrost during the night.) 
X livening, Fine and clear. i 


T 8 


29.978 


38.7 


30.049 


40.7 


33 


33.6 


40.6 


31.3 


45.8 




sw 


(A.M. Light fog and wind. (White frost.) P.M. Fine and 
\ cloudless. Evening, Overcast — light rain. 


QW 9 


30.010 


41.2 


29.909 


45.2 


36 


45.8 


48.6 


33.5 


50.3 


.036 


SSE 


A.M. Lightly ovct. P.M. CIdy.— It. wind. Ev. Ovct.— It. rain. 


T 10 


29.614 


46.3 


29.621 


49.0 


43 


50.4 


52.0 


45.8 


53.8 


.211 


s 


/A.M. Lightly cloudy. (Heavy rain during the night.) P.M. 
1 Overcast— rain and hail. 


F 11 


29.390 


47.4 


29.429 


49.3 


44 


50.5 


49.4 


42.6 


50.6 


.136 


E 


Overcast— light rain and wind throughout the day. 


S 12 


29.821 


46.9 


29.863 


48.0 


41 


41.4 


46.2 


40.2 


52.0 


.052 


sw 


/A.M. Thick fog— deposition. P.M. Overcast— light wind. 

\ Evening, Overcast— light rain and wind. 


013 


29.687 


49.3 


29.627 


51.5 


45 


52.2 


54.5 


40.7 


54.9 


.038 


SE var. 


/A.M. Overcast— light rain with hJ!*h wind. (Very high wind 
1 throughout the night.) P.M. Ovct.— It. rain with h. wind. 


gM14 


29.656 


49.4 


29.699 


50.7 


44 


42.7 


46.4 


41.0 


46.0 


.216 


SW 


Fine & cloudless— It. wind throughout theday. Ev.Fine& clear. 


| T 15 
1 W16 


30.011 


45.2 


30.035 


47.6 


41 


38.4 


46.3 


35.9 


46.7 




SW 


/A.M. Fine— nearly cloudless— light haze. P.M. Thick haze. 
\ Evening, Cloudy. 


29.964 


47.3 


29.800 


49.4 


42 


46.7 


50.2 


37.9 


50.2 




SW 


A.M. Cloudy— It. wind. P.M. Ovct.— very It. rain. Ev. Cloudy. 


o T 17 


29.475 


48.2 


29.434 


49.2 


43 


46.7 


47.4 


45.2 


47.5 




SW 


(A.M. Fine — It. clouds & wind. (High wind during the night.) 
\ P.M. Fine — nearly cloudless. Ev. Overcast— light rain. 


* F 18 


29.103 


46.7 


29.172 


48.0 


42 


40.8 


43.7 


39.8 


44.0 


.069 


WSW 


Fine — nearly cloudless throughout the day. Ev. Fine& clear. 
/A.M. Fine— light clouds and haze. P.M. Cloudy— light rain 
\ and wind, livening, Overcast— light rain. 


S 19 


29.253 


42.5 


29.186 


44.6 


38 


37.4 


42.0 


34.4 


38.7 




SSW 


020 


29.784 


42.2 


29.917 


43.7 


37 


38.7 


42.8 


36.9 


42.7 


.180 


ENE 


/A.M. Fine— light clouds and wind. P.M. Fine and cloudless 
( —light wind. Evening, Fine and clear. 1 


M21 


30.119 


40.0 


30.071 


41.2 


34 


36.7 


38.2 


32.6 


41.5 




SW 


Thick fog throughout the day. Evening, Overcast— light rain. 


T22 


29.960 


41.5 


29.889 


41.8 


37 


38.8 


39.2 


33.8 


49.5 


.069 


NW 


/A.M. Light fog, with deposition. P.M. Overcast. Evening, 
\ Overcast— light rain with high wind. j 


®W23 
T 24 


29.272 
29.479 


43.7 
41.4 


29.377 
29.528 


45.2 
44.8 


38 
36 


44.6 
38.5 


44.8 
43.8 


37.9 
36.6 


44.3 
43.6 


.163 


SW 

sw 


/A.M. Overcast— light brisk wind. P.M. Cloudy— light brisk 
\ wind. Evening, Fine and clear. [& clear. 
A.M. Fine & cloudless— It. wind. P.M. CIdy. — It. wind. Ev. Fine 


F25 


29.732 


40.2 


29.558 


41.3 


35 


35.7 


39.8 


33.5 


39.3 




WNW 


/Overcast— light wind throughout the day. Evening, Overcast 
\ — light fog and rain. 


S 26 


29.356 


39.8 


29.274 


41.4 


36 


39.7 


44.0 


34.5 


50.7 


.136 


E 


Lt. fog & rain throughout the day. Ev. Ovct.— It. rain & wind. 


27 


29.530 


44.9 


29.534 


46.8 


40 


44.5 


51.4 


39.0 


55.3 


.158 


SW 


/Overcast— light fog and rain, with light brisk wind. Ev.Ovct. 

\ — very high wind, with light rain. 

(A.M. Cloudy— high wind. (Very high wind, with light rain 

\ throughout the night.) P.M. Cloudy— high wind. 

/A.M. Ovct.— high wind. (High wind, with light rain during 


M28 
T 29 


29.267 
28.954 


51.8 
54.2 


29.303 
29.384 


54.0 
54.3 


48 
51 


55.4 
56.8 


56.2 
49.4 


49.2 
52.2 


56.7 
52.6 


.033 
.183 


S var. 
S var. 


W30 


29.516 


51.6 


29.536 


51.8 


46 


48.4 


49.3 


47.5 


49.3 


.127 


\ the night.) KM. tine— lt. clouds & wind. Lv. Fine & clear. 
S Overcast— heavy rain and wind throughout the day. 


Means.. 


29.620 


44.6 


29.626 


46.5 


39.7 


43.1 


46.3 


38.7 


47.6 


Sum. 
2.108 


Mean of Barometer, corrected for Capil- \ 9 A.M. 3 P.M. 
larity and reduced to 32° Fahr f 29.586 29.587 


T 1 


29.980 


48.0 


30.037 


48.7 


42 


41.3 


44.9 


39.0 


48.7 


.325 


SW 


/A.M. Overcast— light wind. Heavy rain during the night. 
X P.M. Fine— light clouds. Evening, Overcast. 


F 2 


30.012 


47.5 


29.938 


49.9 


42 


49.0 


51.9 


40.4 


51.7 




S 


Overcast— very light rain, with high wind. Evening, Overcast. 


S 3 


29.772 


49.6 


29.796 


51.2 


44 


49.3 


54.2 


48.5 


54.2 


.036 


SSW 


/A.M. Overcast— very light rain and wind. Very high wind 
X during the night. P.M. Overcast— lightwind. 


© 4 


29.816 


51.6 


29.812 


53.0 


47 


53.7 


55.5 


48.6 


55.5 


.161 


SW 


(Overcast— light wind throughout the day, with occasional 
\ rain. Very high wind during the night. 


M 5 


29.867 


52.8 


29.833 


54.2 


48 


54.2 


55.6 


51.3 


55.7 


.125 


WSW 


Overcast— It. wind throughout the day. Evening, Fine— It. elds. 


T 6 


29.998 


52.6 


29.964 


54.6 


48 


51.9 


52.6 


47.2 


53.7 




s 


/A.M. Overcast— very lt. rain with high wind. P.M. Fine and 

( cloudless— It. wind. Ev. Overcast— It. rain and wind. 


W 7 


29.535 


52.3 


29.445 


53.6 


47 


50.6 


51.7 


49.3 


52.7 


.055 


ssw 


(Fine— li. clouds & wind throughout the day. Very high wind 
1 during the night, Ev. Fine—It. clouds, with brisk wind. 


OT 8 


29.229 


44.5 


29.166 


50.2 


43 


46.2 


45.3 


42.5 


46.5 


.380 


sw 


/7^ A.M. Very heavy rain, with high wind. P.M. Fine— light 
X clouds and wind. Evening, Fine and clear. 


F 9 


29.069 


45.9 


29.017 


46.9 


41 


41.3 


42.9 


38.2 


43.6 


.036 


ssw 


Fine— light clouds throughout the day. Evening, Fine & clear. 


S 10 


29.213 


42.0 


29.235 


43.6 


37 


36.5 


42.4 


34.6 


42.0 




ssw 


/A.M. Fine— nearly cloudless— light haze. P.M. Cloudy— light 
X rain. Evening, Fine and clear. 


011 


29.586 


41.8 


29.584 


43.0 


36 


38.0 


40.2 


35.0 


40.2 




sw 


Overcast— iight wind throughout theday. Ev. Thick fog. 


pj M12 


29.584 


39.9 


29.426 


42.8 


35 


38.7 


49.4 


33.5 


50.3 


.119 


ESE 


/Overcast— light rain and wind throughout the day. Evening, 
X Overcast — light rain with high wind. 


a T13 


29.241 


46.9 


29.227 


48.4 


42 


47.7 


47.7 


38.2 


49.3 


.066 


SSW 


/Overcast— Sight brisk wind throughout the day. Very high 
X wind during the night. Evening, Cloudy. 


S W14 


29.295 


43.8 


29.368 


45.8 


38 


38.6 


45.3 


37.4 


45.2 




SSW 


A.M. Fine— nearly cldless.— It. wind. P.M. Fine— lt.clds.& wind. 


§T15 


29.967 


42.3 


30.006 


42.8 


37 


38.0 


40.6 


37.0 


44.6 




SW 


/A.M. Hazy. P.M. Fine— light clouds and wind. Evening, 
\ Overcast— heavy rain with high wind. 


g F16 
S17 


29.728 
30.124 


42.2 
41.0 


29.853 
30.087 


43.7 
43.2 


36 
37 


39.3 
37.2 


43.8 
44.7 


37.0 
35.6 


44.0 
49.0 


.183 


s 

SW 


/Fine— light clouds & wind throughout the day. Heavy rain 
I with high wind during the night. Evening, Cloudy. 
Hazy— lt. wind throughout theday. Ev. Overcast— very It. rain. 


018 


30.095 


45.0 


30.099 


46.7 


39 


49.2 


50.9 


36.4 


51.2 




ssw 


(Cloudy— light wind throughout the day. Evening, Overcast 
X —very light rain. 


M 19 


30.168 


46.9 


30.136 


58.6 


41 


47.6 


49.8 


45.8 


49.9 




ssw 


Overcast— lightwind throughout the day. Evening, Cloudy. 
/Foggy— deposition— light wind throughout the day. Evening, 
X Overcast. 


T 20 


30.208 


48.3 


30.251 


48.8 


43 


46.5 


44.0 


45.7 


46.2 


.058 


sw 


W21 


30.279 


46.0 


30.285 


47.2 


41 


42.8 


46.3 


39.3 


47.0 




ssw 


A.M. Foggy— deposition— light wind. P.M. Overcast. 


T22 


30.378 


46.4 


30.273 


47.3 


40 


42.8 


46.4 


41.9 


48.0 




sw 


A.M. Light fog, P.M.Fine— it.clds.& wind. Ev. Overcast. 
(A.M. Lightly overcast— It. wind. Rain during the night. P.M. 
1 Cloudy— It. wind. Evening, Fine and clear. 
/Cloudy— light wind throughout the day. Sharp frost during 
X the night. Evening, Fine and clear. 


© F 23 
S 24 


29.857 
29.711 


46.2 
39.7 


29.766 
29.758 


45.3 

40.4 


39 
33 


39.7 
34.3 


37.8 
35.5 


38.9 
32.7 


43.7 
38.2 


.102 


N 

w 


©25 


29.766 


34.4 


29.693 


35.2 


27 


28.3 


32.0 


27.4 


34.0 




N var. 


/A.M. Ovct.— snow with lt. brisk wind. P.M. Fine— It. clouds. 
\ Ev. Ovct.— snow— it. wind. [Ovct.— high wind. 


M26 
T27 


29.580 
29.578 


32.9 
33.7 


29.548 
29.641 


33.8 
34.3 


27 
28 


29.7 
32.5 


31.6 
31.2 


29.2 
31.9 


32.5 
33.0 




NW 

NE var 


Snow, with high wind nearly the whole of the day. Evening, 

/A.M. Snow, with high wind— freezing very sharply. P.M. 
X Fine— light clouds & wind. Evening, Overcast — snow. 


W28 


29.885 


33.2 


29.901 


35.2 


27 


33.3 


32.3 


29.4 


31.8 




NW 


/A.M. Fine— It. clouds & wind. P.M. Overcast— It. brisk wind, 
X Ev. Overcast— slight thaw. [Overcast— air frosty. 


T 29 
F30 


29.998 
30.053 


32.6 
32.7 


30.018 
30.085 


34.7 
34.6 


28 
27 


31.9 
30.2 


33.4 
31.7 


29.7 
29.2 


33.2 

29.8 




NE var 

N 


A.M. Overcast— It, snow & wind. P.M. Ovct.— slight thaw. Ev. 
/A.M. Overcast— light wind. P.M. Overcast— light snow Si 
\ wind. Evening, Fine and star-light. 


S31 


30.212 


31.8 


30.326 


33.7 


27 


30.0 


32.3 


28.2 


32.3 




NE Lightly overcast— ll. wind throughout theday. Ev. Light snow. 


Means . . 




29.799 


43.0 


29.J93 


44.9 


37.6 


41.0 


43.4 


38.0 


44.4 


Sum. 
1.646 


Mean of Barometer, corrected for Capil- ) 9 A.M. 3 P.M. 
1 larity and reduced to 32° Fahr. ...... j" 29 770 29.758 



